WILLIAM VAUGHN MOODY
first act of "The Death of Eve," intended to complete the trilogy of poetic dramas, but never finished. He
died October 17, 1910, at Colorado Springs.
To Henry Miller
HOTEL PONTCHARTRAIN. DETROIT, Jan. 23rd, 1909.
MY DEAR MR. MILLER,
1 saw the performance ["The Great Divide"]
this afternoon for the first time in many months, and I am forced to protest against the way in which the character of Philip has been gradually, but at last in the end totally, changed, both in spirit and significance. It is now played as a comedy part, and the whole effort is spent upon the attempt to wring the words and action, willy-nilly, into the guise of comic relief* I need hardly point out to you that this is to deprive the play of an essential element and to very seriously damage it; thereby.
I make thin statement with extreme unwilling-
but I feel that I must do so both in fairness
to            and in the interest of the play's future
integrity.
me. Very sincerely yours, WM. VAUGHN MOODY.
163om he married in 1909. The chief literary work of this time of broken health was the revision of "The Faith-Healer" for performance in January, 1910, and the drafting of the 1 Washington, Connecticut.
